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“attached is o TT: 202+ vrivten by Dr. Brey, who was formerly .with 

° -+Bureau No, 21 of the Scientific Technical Department of the Ministry for the_ 

Peo YW ‘Electro-Industry, Dresden N 30, Oberbeckstr. 4¢ on the premises of the firm. = 

| ae Koch & Sterzel. = bth 
The report, wrich was completed at the end of 1948, is enptiied "Der ! i; pobe 
Hochspannugseleichrichter und sein Optimaler Betriebsial ae Ge ede 5 

_ calculation basis for mechanical high-tension rectifiers. 


36 Bureau No. 21, wiich was also called Technixches Biro beim Trafo und RS 

werk, Deccan: was dissolved recently and Dr. Brey has now joined the staff’ "gf th 

re Fabriken fiir Trans formatoren, Serlin-Oberschtneveide, Wilhelminenhofatae’ it 

he This report is sent to you on indefinite loan in the velief that it nay" be of \ 
interest to you. : 
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